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CLEMATIS  PANIC!  LATA.  Panicles  of  small,  pure  white,  fragrant  flowers 
borne  in  great  profusion.  Fine  foliage  and  robust  habit.  Blooms  in  late  Summer 
and  Autumn.  Flowers  are  followed  by  bronze  seed  pods. 


